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rlatir., of alu.ninun 

:.aDpcnscü xrltb tiio mjcescity for caiioanar-c 
paxtiy. In tlic caac o." oca-.-oüv: cralt, it has5 tho additional acVant^^ ^f 

SS lor ® to' üiy 


io dclivcrcü fron Cncc’ioclovalda ln also bclnr, nla5?d vrlüi anminun 

allo'/o x;uE s<«al]nd "arjnorod ^7ood" (ranF,cr-IIola)/ri;ich ic a-u-ijira- aiV’ cven 
plxaluc , as prcaucco. in diixnsionc of 6-'X) x 1200 m and GOO x iSoo m and 

icdallvorcd in soalod froinht trains 
to .jrCoV^itpval; aa uop pHority sblixicnts. Qtily Pollah i-olli,nc- ctoc'- i’' 

^•u ior; tlils poi^ooce . In I5rect-Litovck concifjuaDuta arc unloadcd for 

. öo^atSiSf amfakSSSnJ^ 

1.0 At^thc dtalil-- and .<alzT-T 2 rke ßrandonbui’R, arraj^.nrxnto arc bcia;:- nadc o-or 
t.io i,ia.sG production o. steol an<! TOod plated tdth alundnui:! alloy. 

raade by thc above-::icntionod srföcioalista at the end. 
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7o On the advice of the saperwlsin^^ experts, it therefore decided io dispense 
tdth tlie electidc futrnaces and to r^'placö these wlth f^amaces« 

Aa the now gas«-5ieated fimiaces coxtld 0 |>sx“ate on high-^gmde gas onlyj a gas‘- 
generating plant was ordered from the firm of Julius Plntschj^ Berlin and ’ 
F<iratenwalde/Spree<, Early in April 1351 this fim installed an autrjmatic 
(one^raan) gas plant with a daily- capaclty of 5j>000 The necessary coal 

supplies for the gas plant como exnlusively fromihe iValdenburg area in Silesiao 
A gas specialist 30 years experience, Bruns, is r’^sponsible for tlie 
entire gas plante He is provided with a small laboratcry with all necessaiy 
■ pressm'e and tostlng apparatus» 

So Hating is dor:^ witJi a gas heated hct roller (V/amwalson} wlth a tempr^rature 
betwen 1;50 and 520 degrees# mder Idfdi pressure o (itese^irch to use 
teperatuie is still in progreös)o Ihls produces a öonncction slniilm* to 
, that obtoinod by r/eldingo Tho ixssulting alurrdiTom plating cannot bc,' soparatod 
by mechonical 

% Iteowdi special contact material, chcrnical and electrical proj^ertie^ sux) 
obtained as desircd«^ The plated material rctains the mechänical con&lstency 
of the ..basic material and also the special proporties af tee platin^to 

XOo Elating is dom on one or both sides v/ith puixi aluitdjumi and wj.th almlnm 

m,oys, depeading on subsequent use of material« In almcst all cases alvmnum 
wiU% copper content is used in the contact material, but its exact compos:- 
üon is a secreto 



Coment ? Probably centigrade ^ 
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